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The  Old  Round  Church  at  Richmond,  Vermont.  Built  F 
in    1812,    it    is    not    defmitely    known    just   why   the  ^ 
church   was   built   in    polygonal    shape.    Legend  has 
it    that    17    men    participated    in    its    erection,  each 
of  the  16  building  on  one  side  and  the  17th  adding 
the  belfry. 
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